Passat Wiring Diagram No. 71/1 


Airbag Systems 
From June 2001 


Deviate relay location and fuseplacements as well as the locations of multiple connectors see section "component 
locations". 


Relay location on the thirteen position auxiliary relay panel, above relay panel: 


Relay panel: 


BB-20676| 
Relay location on the eight position auxiliary relay panel, behind relay panel: 


ВВ-20515| 


(à) Note: 


+ Number іп parentheses indicates production control number stamped on relay housing. 


Fuse colors 
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Passat Wiring Diagram No. 71/1 


30 A - green 
25 A - white 
20 A - yellow 
15 А - blue 
10A - red 
7,5 A - brown 
5 А - beige 
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© Passat Wiring Diagram No. 71/2 


Airbag Control Module, Igniter for side airbag, Crash sensor for 
side airbag 
) D  Ignition/Starter Switch 


G179 Crash sensor for side airbag, driver's side 
G180 Crash sensor for side airbag, passenger side 

J234 Airbag Control Module 

N199 Igniter for side airbag, driver's side 

N200 igniter for side airbag, passenger side 

T2e Double Connector, on Crash sensor for side airbag, driver's side 
T2f Double Connector, on Crash sensor for side airbag, passenger side 
T3u З-Ріп Connector, yellow, below driver's seat 

T3v 3-Pin Connector, yellow, below passenger's seat 
О) T10p 10-Ріп Connector, yellow, connector station A-pillar, right 

T75 75-Ріп Connector, on Airbag Control Module 


(к) plus connection (15), іп instrument panel wiring harness 


оюсу, 
agen AG doesn Ground connection, in airbag wiring harness 
о 
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No. 71/3 


Airbag ule, Driver's Side Airbag, Igniter for head 
airbag, Front Passenger's Side Airbag Igniter 


F138 
J234 

N95 
N131 
N251 


Моїкзуга‹ 


Airbag Spiral SpringiRetum Spring With Slip Ring 
Airbag Control Module; behind console 

Driver's Side Airbag lgnifer 

Passenger's Side Airbag lgniter 1 

Igniter for head airbag, rear; driver side 


N252 Front Passenger Head Airbag.lgniter 

T3a instráment panel, right 
T3e $ 

T3f Ф 


тз! 
T3x 
T5 

T75 


3-Pin Connector, yellow, connector station A-pillar, left 
3-Pin Connector, yellow, connector station A-pillar, right 
5-Pin Connector, yellow, behind steering column switch cover 
75-Ріп Connector, on Airbag Control Module 


(м) Ground connection, on left A-pilla, lower part 
Ё 


° 
Ground connection, їп airbag wiring harness 


3 
) * — vehicles with head airbag оп! 
E 


$ 
E x rd 
ео м "oy ri 
КЫ 
Зи @ Т? "S 
° 
05 05 d 
ge ws ow 
Ts OTa Ten O Bez Tar асабй 
* * 
Fras №52 Ns 02 ow 
з E] 
* * 
Ben 1з [Бәл Q Baz 
оз 05 
n br Nas 


109 


24 — 25 в 7 в 
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No. 71/4 


Airbag Control Module, Control module with indicator unit 
in instrument panel insert, Data Link Connector (DLC) , 
Front seat belt microswitches 


F140 Left Front Seat Belt Microswitch* 
F141 Right Front Seat Belt Microswitch* 
J234 Airbag Control Module, behind console 
J285 Control module with indicator unit in instrument panel insert 
J533 Data Bus On Board Diagnostic Interface 
K75 Airbag Malfunction Indicator Lamp (MIL) 
T2v Double Connector 
T4v 4-Pin Connector 
Ti0p 10-Ріп Connector, yellow, connector station A-pillar, right 
T16 16-Ріп Connector, Data Link Connector (DLC) below 
instrument panel, left 
T32a 32-Pin Connector, blue, on instrument cluster 
“732b 32-Pin Connector, green, on instrument cluster 
75-Pin Connector, on Airbag Control Module 


(td отн connection, in airbag wiring harness 


(в) бу (ere) Cine (K-diagnosis wire) in instrument panel wiring 


69 9 g: NAG doss, 


RT: a 


$e 
d Corinection (high bus) in instrument panel wiring harness 
$ 
S 


(мад Gontecton (low bus) in instrument panel wiring hamess 


* 8сай Tool display text for these component codes may be 
différent than indicated 


urposes, i 


ws = white XS 
sw = de" 
TO c.c, 
ӘҮ = brown 
gn = green 
Ы = blue 
gr = grey 
i = lac 
20 30 E 32 зз 34 35 36 зт зв з9 4 а 42 ge - yellow 
ог = orange 
та: рак 
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